AMENDMENT NO. 2 APRIL 2017 
TO 
IS 2556 (PART 15) : 2004 VITREOUS 
SANITARYAPPLIANCES 
(VITREOUS CHINA) — SPECIFICATION 


PART 15 SPECIFIC REQUIREMENTS OF 
UNIVERSAL WATER CLOSETS 


(Second Revision) 


(Page 1, clause 2, IS 774 : 1984) — Substitute the following for the 
existing entry: 
IS No. Title 
774 : 2004 Flushing cisterns for water closets and urinals (other than 


plastic cisterns) — Specification (fifth revision) 


[Page 2, Table 1, SI No. (iv), col 2] — Substitute ‘Width of opening, Min’ 
for ‘Width of opening’. 


[Page 2, Table 1, SI No. (v), col 2] — Substitute ‘Length of opening, Min’ 
for ‘Length of opening’. 


[Page3, Table 2, SI No. (x), col 2 (see also Amendment No. 1)| — 
Substitute the following for the existing: 


‘Radius of free space (to be measured from the centre of the outlet at a point at a 
distance 40 mm from the end of the outlet), Min’ 
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